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High Street is one of the principal thoroughfares in the 
o ancient and fashionable watering place of Bath. Among 
| other important buildings iherein, situated on the 
north of the Abbey, are the Municipal Buildings and 
x Guildhall, a noble pile possessing a magnificent banquet- 
K ing hall and a fine oak staircase, which have been 
2 recently restored at a cost <>f £(50,000. One wing of the 
h building is used for the Technical School, 
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